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esoteric teachings. The philosophers
established the Mysteries, for "was it not
more beneficial for the holy and blessed
contemplation of realities to be con-
cealed?"1 The Apostles also approved
of "veiling the Mysteries of the Faith,"
" for there is an instruction to the perfect,"
alluded to in Colossians i. 9-11 and 25-27.
" So that, on the one hand, then, there
are the Mysteries which were hid till the
time of the Apostles, and were delivered
by them as they received from the Lord,
and, concealed in the Old Testament, were
manifested to the saints. And, on the
other hand, there is 'the riches of the
glory of the mystery in the Gentiles/
which is faith and hope in Christ; which
in another place he has called the.
'foundation.'" He quotes S. Paul to
show that this " knowledge belongs not to
all," and says, referring to Heb. v.
and vi., that "there were certainly among
the Hebrews, some things delivered
unwritten;" and then refers to S.
Barnabas, who speaks of God, "who
has put into our hearts wisdom and the
1 Ibid. ch. ix.